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Terrorist attack on Argentine Foreign Minister Guzzetti 
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1 . We conf irm wire service reports and GOA announcement that 
ForiMin Vice Admiral Cesar Augusto Guzzetti was attacked and 
seriously wounded by persons presuned to be terrorists at 1150 
hours Saturday May 7. 

2. During farewell call on President Videla in afternoon May 
7, Anbassador Hill was told by Videla of attack on Guzzetti. 
According Videla' s account, Guzzetti in keeping with his estab- 
lished practice of undergoing physical exam each Saturday morning 
at same clinic, entered room to leave laboratory specimen and 
was attacked by man and woman who struck him on head with a 
pipe in apparent kidnapping attsipt. Admiral was found on floor 
shortly thereafter with fractured skull. His condition is con- 
sidered very serious. Assailants escaped. Videla subsequently 
called Ambassador to report that he had received clarification 

of original report. Guzzetti had been shot in head, bullet 
had been removed from brain by surgery, and condition still 
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3. Official announcement by Presidential press office up to 
1800 hours indicated only that Guzzetti had suffered severe 
head wound, and gave no other details. According to one version 
of incident which has reached us , Guzzetti was first hit over 
head and then dragged into a roan at hospital and shot. 

4. Kiconfirmed story reaching_us late afternoon is that 
Guzzetti is dead, and that G&A will make announcement shortly. 
Suggest Dept may wish prepare -appropriate messages, one with 
best wishes for recovery and 'other with condolences for death. 

5. Aside from obvious political incort. incident demonstrates 
that terrorists can reach even too GOA official, especially if 
he follows set pattern of activity. 
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